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REF: STATE 033634 

ROUGH ESTIMATE OF PERCENTAGE OF SEABEE WORK TO BE ACCOMPLISHED 
PHASES I, II AND III COMMENCING 1 MARCH THROUGH COMPLETION 
ARE AS FOLLOWS: 

PHASE I - 1 MARCH TO END OF APRIL - 55 PERCENT (BASED ON 1 1 
MAN TEAM) 

PHASE II - 1 MARCH TO END OF APRIL - 45 PERCENT (BASED ON 
1 1 MAN TEAM ) 

PHASE III - MAY TO EARLY/MID JUNE - 100 PERCENT (BASED ON 
4 MAN TEAM). 
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